THE MICROSCOPE.

(the coarse adjustment) consists of a rack and pinion, the other (the fine
adjustment) of a micrometer screw for accurate focusing.

The Tube is provided at the lower end with a thread to which are
attached the objectives. An inner or draw tube carries the eyepiece
at the upper end. This draw tube is graduated so that the length of
the combined tubes, in any given position, may be readily determined.

Although a Nose Piece is not an absolute necessity, it is an inexpensive
addition to the microscopic equipment that greatly facilitates work and
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saves wear and tear of the objectives. It consists of a simple revolving
device by means of which any one of the two to four objectives attached
to it may be instantly brought into service.
The Illuminating Apparatus, consisting of mirror, diaphragm, and,
in the better instruments, condenser, is borne wholly or in part on the
substage which is attached either directly to the bottom of the stage or
to an arm projecting downward from it.
The Mirror is usually plane on one side and concave on the other. It
is so arranged that it can be turned in any direction so that light may
be projected against the object whatever the position of the instrument.